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Special Notice. 





A GLANCE at the contents sheets of the first three volumes of THE 
ILLUMINATING ENGINEER must convey some idea of the wideness of the questions 
with which the publication has dealt. 


As may be seen already from the contents of these numbers, we include among 
our contributors some of the leading authorities, here and on the Continent, on 
the subject of illumination, who have expressed their appreciation of our aims 
and promised cordial support and co-operation. 


We feel that the response which has followed our appeal for support has fully 
justified our conviction that illumination is a matter of interest to all sections of 
the community, and that the subject is of exceptional importance. As mentioned 
before, we believe that ‘Tae ILLUMINATING ENGINEER’ occupies a field not 
covered by any other journal. It circulates among many trades and professions, 
being designed to meet the special needs of: Architects, by enabling them 
to satisfy the demands of their clients for economy and efficiency without 
sacrificing artistic effect; Electrical Engineers, by giving them a complete 
résumé of all matters pertaining to this important branch of their profession; 
Central Station Engineers, by furnishing them with information which 
will enable them to increase their business; Isolated Plant Engineers, by sug- 
gesting ways of making large economies in the use of their illuminants, while 
actually increasing the illumination of their buildings; Electrical and Gas 
Lighting Contractors, by helping them to detect and remedy faults in lighting 
systems due to bad placing of lamps, improper use of shades, reflectors, globes, or 
uneconomical wiring devices ; Gas Company Managers, by showing them how to 
extend the use of gas for lighting purposes, and keep abreast with the progress 
made, so as to meet the constant competition; Fittings Manufacturers, by 
keeping them posted concerning the latest designs and the progressive require- 
ments of architects and illuminating engineers; Teachers and Students, by 
recording the developments in the science and art of illumination, some of which 
are too recent to be published in text-books; and last, but not least, Consumers, 
by showing them how to get better value for money spent and obtain the highest 
amount of illumination at the smallest consumption of gas, electric energy, oil, 
acetylene, or other illuminant. 


THE ProprieTorS oF ‘THE ILLUMINATING ENGINEER.’ 








